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Last Name First Name Middle Name(s) Chapter - Chap. Serial No. 
Presently studying for__B. Í: Degree, expected to be obtained in / ; or, if not now a 
f Month Year 
student, year of first degree______;f4 (institution). 


Elected to Tau Beta Pi a Undergrad. Student; CI Grad. Student; ( Alumnus; 1] Eminent Engineer 


10-30-58 mate, O Female 1 328 N She 
Home or Most Permanent Address 


Date of Birth 
Education (List Current or Most Recent First) o (2) 
College or Major Field Degree & Years City State zip 
University of Study Year Attented | 33] N I7+h 
SU 4 Present Mailing Address 
K Mech Frag. Ku Manhattan Kansas 66502. 
City State zip 
Continue on Back If Necessary Employer, If Any Position 
Other Honor Societies Business Address . 
ov, i9 


Date of Initfation into Tau Beta Pi City State zip 


os Zo 2 


